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CONFIDENTIAL 
PAGE 01 STATE 223656 
62 

ORIGIN SY-05 

INEO OCT-OI NEA-IO ISO-00 /016R 

DRAETED BY A/SY/T: JEPERDEW:MB 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 

037335 

R 19I309Z SEP 75 
PM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 
INEO AMEMBASSY BEIRUT 

CONPIDENTIAL STATE 223656 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACOUSTIC CONFERENCE ROOM AIR CONDITIONERS 
REF: CAIRO 9151 

CAIRO FOR RSO, BEIRUT POR RTC AND RSS 

DECISION ON WHETHER SEABEES WILL INSTALL AIR CONDITIONERS 
ON CHANCERY ROOF AND TIMING OF PROJECT WILL BE MADE BY RTC 
BEIRUT. KISSINGER 
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Drafter: JFPERDEW:MB 
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Errors: N/A 
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Handling Restrictions: n/a 
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Legacy Key: Iink1975/newtext/t19750935/aaaabeit.tel 
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